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LIMITED OFFICIAL USE 

PAGE 01 ANKARA 05983 050955Z 

12 

ACTION SY-05 

INFO OCT-01 EUR-12 ISO-00 /018W 

015134 

R 050806Z AUG 76 
FM AMEMBASSY ANKARA 
TO SECSTATE WASHDC 4488 
INFO AMCONSUL ADANA 


LIMITED OFFICIAL USE ANKARA 5983 

E.0.11652:N/A 
TAGS: ASEC 

SUBJECT: LEXAN INSTALLATION - AMCONSUL ADANA 

1. FOLLOWING A COMPREHENSIVE PHYSICAL SURVEY OF 
AMCONSUL ADANA, RSO ANKARA RECOMMENDS INSTALLATION 
OF LEXAN ON ALL WINDOWS IN THE POST'S U.S. OEFICE 
AREAS AND RESTRICTED AREA. ESTIMATED COST OE MATERIALS 
AND SHIPPING IS $2,000. 

2. ABOVE RECOMMENDATION IS INCLUDED IN SURVEY REPORT 
WHICH WILL BE FORWARDED TO THE DEPARTMENT WITHIN 
SEVEN DAYS. TO FACILITATE ORDERING AND INSTALLATION 
PROCESS, REQUEST YOUR EARLIEST FAVORABLE CONSIDERATION 
BY CABLE CONCERNING FUNDING OF THE ABOVE REQUEST. 
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Control Number: n/a 

Copy: SINGLE 
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Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 
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Disposition Comment: 25 YEAR REVIEW 
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Disposition Remarks: 

Document Number: 1976ANKARA05983 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 
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Executive Order: N/A 

Errors: N/A 

Film Number: D760301-1202 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 42 
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